DESERT SUPPLY CO., LAS VECAS. NEVADA 


This view shows six of the huge 115,000 
h. p. turbine-generators of Hoover (Boulder) 
Dam power house in operation, furnishing 
electricity to various points in Nevada, Calif¬ 
ornia and Arizona. From the visitors' inspec¬ 
tion gallery can be seen the entire main floor 
of the Nevada wing, more than two city 
blocks in length. 
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Hoover (Boulder) Dam Powerhouse — Nevada Wing 
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